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It  Comes  Naturally  With 
The  Altair™  8800b 

The  Altair  8800b  from  MITS:  the  second  gen- 
eration design  of  the  microcomputer  that 
started  it  all  The  mainframe  that  has  the  abil- 
ities everyone  is  demanding  from  microcom- 
puters today: 


Expand-abilJty: 


The  Altair  8800b  power  supply  and  one- 
piece,  18-slot  motherboard  allow  efficient 
and  easy  expandability  for  memory  and  I/O 
options  All  Altair  PC  boards  are  designed  to 
give  you  maximum  capability/lowest  power 
usage  possible  per  board.  This  means  that 
for  each  slot  used  you  get  more  features  and 
require  less  power,  than  with  any  of  the  "off- 
brand"  Altair-bus-compotible  boards. 

Whether  you  buy  an  entire  system  up  front  or 
choose  to  expend  gradually,  its  easy  to  get 
the  configuration  you  need  with  the  com- 
plete family  of  Altair  peripheral  equipment, 

including  . 

floppy  disk,  line 
printer,  audio  ' 

cassette  record  i 

interfoce,    A/D  ■« 

converter, 
PROIVI  program- 
mer, serial  and  . 
parallel  I/O  boards,    '  ' 


choice  of  four  different  memory  boards  and 

many  others, 

Reli-abillty: 

The  unique  design  features  of  the  Altair 
aSOOb.  which  have  set  the  standard  tor  the 
microcomputer  industry,  make  it  the  most 
reliable  unit  of  its  kind.  The  Altair  100-pin  bus. 
the  now-standard  design  used  by  many  imi- 
tators, has  been  "standard"  oil  along  at  MITS 
The  unique  Front  Panel  Interface  Board  on 
the  Altair  8800b  isolates  and  filters  front  panel 
noise  before  it  can  be  transmitted  to  the  bus 
The  all-new  CPU  board  utilizes  the  8080A 
microprocessor,  Intel  8224  clock  generator 
and  8216  bus  drivers 

Flex-ability: 

Meeting  the  diversified  demands  of  an  ever- 
increasing  microprocessor  market  requires 
flexibility:  not  just   hardware  flexibility  but 


software  flexibility  as  well  MITS  software, 
including  ttie  innovative  Altair  BASIC  lan- 
guage, allows  the  full  potential  of  the  Altair 
8800b  computer  to  be  realized 
8K  ALTAIR  BASIC  has  facilities  for  variable 
length  strings  with  LEFTS,  RIGHTS,  and  MIDS 
functions,  a  concatenation  operator  and 
VAL  AND  STRS  functions  to  convert  behveen 
strings  and  numbers 

Extended  ALTAIR  BASIC  allows  integer  single 
and  double  precision  variables,  automatic 
line  numbering  and  renumbering,  user- 
defined  string  functions,  PRINT  USING  for  for- 
matted output  and  a  powerful  EDIT  com- 
mand for  editing  program  files  during  or  after 
entry  Extended  statements  and  commands 
include  IF  .  THEN  ELSE,  LIST  and  DELETE 
program  lines,  SWAP  variables  and  Trace  On 
and  Off  for  debugging 

Disk  ALTAIR  BASIC  has  all  the  features  of 
Extended  BASIC  with  the  additional  capa- 
bility to  maintain  sequential  and  random 
access  disk  files  Utilities  are  provided  lor 
formatting  disks  and  printing  directories. 

In  all  versions  of  ALTAIR  BASIC  you  get  the 
ease  and  efficiency  of  BASIC  for  the  solution 
of  real  world  problems 
Package  II,  an  assembly  language  develop- 
ment system  for  the  Altair  8800b,  includes 
system  monitor  text  editor,  assembler  and 
debug 

Atford -ability: 

Prices  for  the  Altair  8800b  start  at 
$840,00  for  a  kit  and  $1100  00  for  an 
.;    I    assembled  unit  (all  documentation 
""'r.. '    I    included). 

-*'  '  For  a  complete  listing  of  prices  on 
all  Altair  products  and  a  free  bro- 
chure, contact: 

MITS,  Inc, 
2450  Alamo  S  E 
AJbuquerque,  N  M  87106 
(505)243-7821 


